1964 Index of Articles 


CONTAMINATION & INFECTION 


Chemical Side Of Staph Fight 

LM Helps Student Win Prize For 
Staph Control 

Mechanical Side Of Staph Fight 


DIRECTORIES 


A.I.L. Convention Program 

Guide To A.I.L. Exhibit 

Guide To LACATEC Exhibit 

NAILM Conference Program 

New York Via Institutional Laundries 
Stain Removal Guide 


DISTRIBUTION & WORK FLOW 


Carts Increase Work Flow 

Net And Pin System 

Stac-Pac System Frees Nurses 
Work Flow — LM’s Traffic Cop 


EMPLOYEE RELATIONS 


Goodwill’s LM Hires Handicapped 
How To Train Your Employees 


FIELD REPORT 


Are Synthetic Sheets Feasible? 
Cart Exchange System Stops Linen Waste 
How “Good” Is Good Production? 
How To Handle Increased Linen Volume 
Increased Bed Capacity Means Revised 
Processing Costs 
Install New Equipment — Reduce 
Labor 
Linen Needs Of Mental Hospital 
Linen Usage Exceeds 1,500,000 Pounds 
New Large Capacity Flatwork Ironer 
Standard Accounting System 
Weighing Linen Loads in Washroom 


FINAL RINSE 

Are Centralized Laundries Practical? 
Has Paper Replaced Textiles? 

Should LM Manufacture Linen Items? 
Should Qualifying Tests Be Given LMs? 
Why Are In-Plant Laundries Valuable? 


GENERAL 

Chicago Offers Entertainment, Culture 

MILMA’s Workshop Program 

Mobile Laundry Served Soldiers In 
“Great War” 

NAILM Conference Coming Up 

Report — 24th Annual NAILM Conference 

Up ’n’ Down (Installing Equipment) 


LM OF THE MONTH 


Celeste, Sister Mary, St. Mary’s Infirmary, 
St. Louis 


De Chantel, Sister M., St. Joseph’s Hospital, 


Milwaukee 

Field, Fritz, Mt. Sinai Hospital, New York 

Hogan, Joseph, St. Vincent’s Hospital, 
Worcester, Mass. 

Krug, John, Sir Francis Drake Hotel, San 
Francisco 

McGowan, Andrew, Philadelphia 
Association 


24 


Jan 


May 
Jan 


Feb 
Feb 
Aug 
Aug 
Aug 
May 


Nov 
Nov 

Jul 
Nov 


Feb 
Apr 


Oct 
Nov 
Aug 

Sep 


Jan 


May 
Jun 
Apr 
Feb 
Mar 

Jul 


Sep 
Nov 
Jul 
Oct 
Aug 


Feb 
Aug 


Jan 
Jul 
Sep 
Jan 


14 


15 
10 


24 
a 
14 
18 
12 
12 


Turcotte, J. A., Boston Lying-in-Hospital, 
Boston 

Wolf, Paul, Cedars of Lebanon Hospital, 
Los Angeles 


MAINTENANCE 

Cutting Downtime And Maintenance 

Preventive Maintenance Checkup 

Regular Press Maintenance Makes 
Downtime Rare 

Safety Rules 


MANAGEMENT — COSTS 
Cost Control — LM’s Key To Progress 


Sep 


Good Records Tell Hotel LM How And Where 


To Cut Costs 
Managerial Skills Keep Costs Down 
Rules Of Thumb For Buying Linen 
Standardization Stops Loss, Lowers Needs 
Teamwork Essential Between LM & RN 
What An Administrator Looks For In 
An LM 
What Do I Seek When Hiring An LM 
Year-End Report Pleads Case For 
Equipment 


PRESIDENT’S MESSAGE 

Appeal To Join NAILM 

Building The Organization 
Frank Review Of Accomplishments 
Meeting With Allied Associations 
Membership Drive Lags 

Message Of Thanks 

NAILM’s Five Objectives 
NAILM’s New York Conference 
NAILM Represents LMs 

Plaudits For NAILM Boosters 
The “We” Attitude 


PRODUCTION — FLATWORK 


LM Gets Double Duty From Folder 
Large Capacity Flatwork Ironer (Field) 


PRODUCTION — PRESSING 


Heavy Press Load Needs Rigid Timetable 

How To Buy Older Or Rebuilt Units 

New “Hot Box” Finishing Method 

No “Hand-Ironed” Clothes Lowers Costs, 
Cuts Labor 

Special Pressing And Finishing Units 


PRODUCTION — WASHROOM 


Hotel LM’s Stain Removing Formula 

New Equipment Cuts Costs, Speeds 
Production 

Spotting Board Bans Stains 

Stains Going, Going, Going 


SPECIAL SERVICES 


Contro] Plan For Surgical Packs, Glove 
Washing, Lowers Costs 

Flame Retardation 

Laundering Fiberglass Drapes A Lark 

Processing Dust Mops 

Processing Pillows 

Quick Cleaner Saves $400 Monthly 

Sheepskins 

Surgical Packs 


Sep 
Apr 
Jun 
Jun 
Apr 


Apr 
Aug 


Jun 


Jul 
Feb 
Oct 
Apr 
Nov 
Jan 

Mar 
May 
Aug 
Jun 
Sep 


Jan 
Feb 


Jan 
Oct 
Jul 


Jan 
Oct 


May 


Jan 
May 
May 


Mar 

Mar 20 
May 20 
Nov 20 
Mar 22 
Jul 24 
Mar 14 
Mar 11 


Institutional Laundry & Linen 











1964 Index of Articles 


CONTAMINATION & INFECTION 


Chemical Side Of Staph Fight 

LM Helps Student Win Prize For 
Staph Control 

Mechanical Side Of Staph Fight 


DIRECTORIES 


A.I.L. Convention Program 

Guide To A.I.L. Exhibit 

Guide To LACATEC Exhibit 

NAILM Conference Program 

New York Via Institutional Laundries 
Stain Removal Guide 


DISTRIBUTION & WORK FLOW 


Carts Increase Work Flow 

Net And Pin System 

Stac-Pac System Frees Nurses 
Work Flow — LM’s Traffic Cop 


EMPLOYEE RELATIONS 


Goodwill’s LM Hires Handicapped 
How To Train Your Employees 


FIELD REPORT 


Are Synthetic Sheets Feasible? 
Cart Exchange System Stops Linen Waste 
How “Good” Is Good Production? 
How To Handle Increased Linen Volume 
Increased Bed Capacity Means Revised 
Processing Costs 
Install New Equipment — Reduce 
Labor 
Linen Needs Of Mental Hospital 
Linen Usage Exceeds 1,500,000 Pounds 
New Large Capacity Flatwork Ironer 
Standard Accounting System 
Weighing Linen Loads in Washroom 


FINAL RINSE 

Are Centralized Laundries Practical? 
Has Paper Replaced Textiles? 

Should LM Manufacture Linen Items? 
Should Qualifying Tests Be Given LMs? 
Why Are In-Plant Laundries Valuable? 


GENERAL 

Chicago Offers Entertainment, Culture 

MILMA’s Workshop Program 

Mobile Laundry Served Soldiers In 
“Great War” 

NAILM Conference Coming Up 

Report — 24th Annual NAILM Conference 

Up ’n’ Down (Installing Equipment) 


LM OF THE MONTH 


Celeste, Sister Mary, St. Mary’s Infirmary, 
St. Louis 


De Chantel, Sister M., St. Joseph’s Hospital, 


Milwaukee 

Field, Fritz, Mt. Sinai Hospital, New York 

Hogan, Joseph, St. Vincent’s Hospital, 
Worcester, Mass. 

Krug, John, Sir Francis Drake Hotel, San 
Francisco 

McGowan, Andrew, Philadelphia 
Association 


24 


Jan 


May 
Jan 


Feb 
Feb 
Aug 
Aug 
Aug 
May 


Nov 
Nov 

Jul 
Nov 


Feb 
Apr 


Oct 
Nov 
Aug 

Sep 


Jan 


May 
Jun 
Apr 
Feb 
Mar 

Jul 


Sep 
Nov 
Jul 
Oct 
Aug 


Feb 
Aug 


Jan 
Jul 
Sep 
Jan 


14 


15 
10 


24 
a 
14 
18 
12 
12 


Turcotte, J. A., Boston Lying-in-Hospital, 
Boston 

Wolf, Paul, Cedars of Lebanon Hospital, 
Los Angeles 


MAINTENANCE 

Cutting Downtime And Maintenance 

Preventive Maintenance Checkup 

Regular Press Maintenance Makes 
Downtime Rare 

Safety Rules 


MANAGEMENT — COSTS 
Cost Control — LM’s Key To Progress 


Sep 


Good Records Tell Hotel LM How And Where 


To Cut Costs 
Managerial Skills Keep Costs Down 
Rules Of Thumb For Buying Linen 
Standardization Stops Loss, Lowers Needs 
Teamwork Essential Between LM & RN 
What An Administrator Looks For In 
An LM 
What Do I Seek When Hiring An LM 
Year-End Report Pleads Case For 
Equipment 


PRESIDENT’S MESSAGE 

Appeal To Join NAILM 

Building The Organization 
Frank Review Of Accomplishments 
Meeting With Allied Associations 
Membership Drive Lags 

Message Of Thanks 

NAILM’s Five Objectives 
NAILM’s New York Conference 
NAILM Represents LMs 

Plaudits For NAILM Boosters 
The “We” Attitude 


PRODUCTION — FLATWORK 


LM Gets Double Duty From Folder 
Large Capacity Flatwork Ironer (Field) 


PRODUCTION — PRESSING 


Heavy Press Load Needs Rigid Timetable 

How To Buy Older Or Rebuilt Units 

New “Hot Box” Finishing Method 

No “Hand-Ironed” Clothes Lowers Costs, 
Cuts Labor 

Special Pressing And Finishing Units 


PRODUCTION — WASHROOM 


Hotel LM’s Stain Removing Formula 

New Equipment Cuts Costs, Speeds 
Production 

Spotting Board Bans Stains 

Stains Going, Going, Going 


SPECIAL SERVICES 


Contro] Plan For Surgical Packs, Glove 
Washing, Lowers Costs 

Flame Retardation 

Laundering Fiberglass Drapes A Lark 

Processing Dust Mops 

Processing Pillows 

Quick Cleaner Saves $400 Monthly 

Sheepskins 

Surgical Packs 


Sep 
Apr 
Jun 
Jun 
Apr 


Apr 
Aug 


Jun 


Jul 
Feb 
Oct 
Apr 
Nov 
Jan 

Mar 
May 
Aug 
Jun 
Sep 


Jan 
Feb 


Jan 
Oct 
Jul 


Jan 
Oct 


May 


Jan 
May 
May 


Mar 

Mar 20 
May 20 
Nov 20 
Mar 22 
Jul 24 
Mar 14 
Mar 11 


Institutional Laundry & Linen 











